HEWLETT-PACKARD 606E 


HEWLETT-PACKARD 608E (mil- 
- TS-510B) SIGNAL GENERATOR, 
best of the HP-608-Series 
_ covering 10 to 480 MHz AM-CW- 
* Pulse in bands 10-21, 21-43, 
| 43-95, 95-215 & 215-480 MHz. 
| Built-in crystal calibrator 
with check points every 1 and 
5S MHz over entire range makes 
+/-0.05% accuracy possible. 
Output 0.1 uv to 1 V continuously adjustable 
ever range into SO ohms. Internal modulation 
400 or 1000 Hz; O to 95%; external 20 Hz-20 
KHz. Large 3.5" dia meters for Percent Mod- 
ulation and Output Volts-DBM. Requires 115/ 
230 VAC 50-400 Hz; 16.4x13.3x21, 70 lbs sh. 
Used-reparable w/book, $395. Checked $495. 
FIBERGLASS TRANSIT CASE for HP608 generators 
30 lbs sh. #FIB-USM-44B, used, $40.00 


INFARED REMOTES 


INFARED REMOTE CONTROLS, 
Draco mfg remotes for sa- 
tellite dish positioning 
and channel selection. 
Each has A-B-C-D-E-F Sa- 
telilite Seiect, Up, Down, : 
and Go To functions; requires 9 V transistor 
battery. Cheap! Cheap to play with or use! 
NEW-not guaranteed; 2.8x5.8x1l, 1 1b sh: 
#IR-DR-AIM, "Aimers", $1.50 ea; 2 for $2.50 
#IR-DR-CHAN, with Channel Select 1-2-3-4-5 
-6-7-8-9-0, Mute & Seek; $1.95 ea, 2/$3.00 


AM-912/GRC AMPLIFIER- 
MULTIPLIER, designed 
to plug into T-302/TRC 
transmitter to cover 
| 100-225 MHz FM range. 
Uses 4X150A as P-A 
tube for 100+ watt 
output. Separate 
gahtrintie Grid and Plate tuning and Amp Out- 
put Coupling. Requires +750 V, 200-350 V 
screen, and 6.3 V filament; with schematic. 
12x6x14, 24 lbs sh. Used-reparable, $89.50 
AM-1178 AMP-MULTIPLIER, similar to above ex- 


cept 400-600 MHz; 4X150A & 4X150G. Used, $75 
v 


40 KV STACK 


40 KV SOLID STATE RECTI- 

FIER STACK, 2 MA reverse 
current @ 40 KV; forward 
current 5 amps @ 35 VDC. 
Bridge potted and enclos- 

ed; 3"H insulators. O/a 
6x6x23.5; 18 lbs. OMS #D5173, 


unused, $24.95 
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TO 22 MHZ XM TTER 


T-784/GRC-109 TRANS- 
MITTER, 3 to 22 MHz CW 
in bands 3-6, 6-10, 10- 
17 and 17-22 MHz at 
10-15 watts depending 
on frequency. Crystal 


frequency control; 
by adjusting 


ren ogni chart. Built-in 


oy with automatic 
Seiee 
availaba 


japer keyer (not 
imped, ate Ah ohms. 


‘wire antenna with 
ee W/tubes 2E26, 
6AC7.: Requires 450 VDC 100 ma and 6.3 V 1.2 
amps; 8.6x5S.5x5.5, 12 lbs sh. Used, $24.95 
MANUAL for AN/GRC-109 set, part-repro, $12. 
CY-4621 SPARES BOX (empty), S lbs. Unused $5. 


PP-2685/GRC-109 POWER SUPPLY, pro- 
vides all voltages for T-784 (and 
receiver if available) from 75-260 
VAC 40-400 Hz input. Meter monitors 
AC input; connections for TX and 
RX. 8.6x5.5x5.5, 15 lbs sh. 

Used, $24.95 if purchased w/ T-784. 


p 
high- mpees oe 


HP RECEIVER AMPLIFIER 


HF LINEAR RECEIVER 
AMPLIFIER, 2 to 30 

MHz dual channel 
solid-state unit 

amplifies RF sig- 

nals for recei- 

vers to "pull in" the weak 
stations for the shortwave 
channel is capable of 1 to 
gain of 20 DB. Ideal basis for Q@RP projects, 
receiver pre-amps and exciters! Tuned cir- 
cuits could even be put between the cascaded 
channels. Each channel consists of plug-in 
modules: input bandpass filter, preamplifi- 
er, power splitter (2 emitter followers), 
power amp, and monitor amp. TO-S style 
transistors; connectors are TNC but could be 
replaced with single hole mount BNC. Aiken 
mfg; schematic not available. Requires 

115 VAC 50-400 Hz; 3.25x19x19, 30 lbs sh. 
#AE-3300-42889, used-reparable, $125.00 


SOLID-STATE HF COUPLER 


WILTEK/TRAK 308 SOLID-STATE 
ANTENNA COUPLER handles 
upto eight 2-32 MHz 
receivers on the 
- same antenna. Gain 
é ' 2 +/-1 DB; noise 
figure 7 DB nominal. SO ohm input and output 
impedance. RF overload protection >10 Vrms. 
Requires 105-125/210-250 VAC S0O-60 Hz. 1. 8x 
9.5x15.5, 13 lbs sh. Used-excellent, $65. 


listnener. Each 
1.5 watts with 


Bulk Rate 
U. S. POSTAGE 
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GUARANTEED 


TEKTRONIX 7603N1185 


Why spend more money for 
an import scope with much 
less performance when you 
can buy mil- AN/USM-281C 
(Tektronix 7603N11S) OS- 
CILLOSCOPE, a modern, ver- 
satile 7000-Series scope 
with large 8 x 10 cm dis- 
play and at least 65 MHz 
response? Includes two 
AM-6565 (7A15AN11) single- 
trace and one TD-1085 
(7BS3AN11) dual timegibds 
100 MHz main pa fie” a 
Series, ah o 


e plug-ins plus the 
‘# standard Tek 7000- 
i Sertical, .aetlection 5 mv 
to 10 ed, gt: Lop Re See gteps, 1-2-5 
sequendce% 4 B9),¥édiv. Sweeps: Nor- 
mal, Intens¥ tie ¥, Delayed, and Mixed. 
Rate » eye oF S/div in 25 steps, 1-2-5 
sequeniée ;™ ‘NS rate using x10 magnifier. 
Delayed rate 0.05 uS to 0.5 S/div in 22 
steps. Requires 100-120/200-240 VAC 48-440 
Hz. With book; 11.5x9.7x25.2, 52 lbs sh. 
USED-REPARABLE W/TRACE, $325. CHECKED, $495. 
MANUAL for USM-281C only, partial repro, $20. 
* * * * * * * * * a * * * * * * * * * * * > 
PROBES & ADAPTERS for USM-281C/TEK 7603 
sold only with purchase of scope from us: 
ATTENUATION PROBE 10:1, 10 megohm 7 pf, 
Tektronix 6006 or equal, $20.00 each. 
#103-O0015 ADAPTER, BNC (f£) to UHF (m), $3. 
#103-0032 ADAPTER BNC (m) to UHF (f), $3. 
#103-0033 ADAPTER BNC (m) to post, $3.00 
#103-0030 T-CONNECTOR, BNC (f-m-f£), $4.00 


AMATEUR L-P FILTERS 


TELCO LOW PASS 
FILTERS for ama- 
teur radio use; 
~ 50 ohm input and output im- 
* pedance, bi-directional. 
SWR less than 1.25:1 below 
B39 MHz; negligible inser- 
tion loss. Has SQO-239 connectors; 1 1b. NEW: 
#XLP-S00, SOO W cont, 1 KW PEP; atten 95 DB 
down 54 MHz & above. 1.5x10.4x2, $16.95 
#XLP-150, 150 W cont., 300 W PEP; atten 70 
DB down 54 MHz & above. 1.5x7x1.8, $8.95 
> + +> + + + + > + + +. + + 
100 WATT LOW PASS FILTER, for commercial 
transceivers; sharp cut-off approx 40 MHz. 
SO-239' conn:, 2x6. 5x1.3. #LPF=40M, $5.95 


Ey OR ae 


(4.32 MF 4500 V 


a ENERGY STORAGE CAPACI- 
> TOR, 32 MF 4500 vDC 
eae | non-PCB; 10.5"Hx4.5"W 
*x3.8"D, 12 lbs sh. #CAP-32-45, used, $27.00 
MOUNTING BRACKETS for above, $2.00 per pair. 


SUMMER 1988 


CATALOG SUPPLEMENT 


PRICES ARE F.0.B. LIMA 
ITEMS OVER 70 LBS. SHIPPED 


MOTOR FREIGHT COLLECT 


INCLUDE PAYMENT IN FULL. 


USE YOUR MASTERCARD OR VISA. 
STORE HOURS: Monday thru Friday 9 to 5:30 


Saturday 9 to 1:00 


PHONES: 419/227-6573 — 419/223-2196 


FACSIMILE (FAX) MACHINE LINE 


419/227-1313 


S88-P37 


ANTIQUE RADIO BOOKS 


LOOK! We have added five new titles to our 
radio collector book offerings; softbound: 
ANTIQUE RADIOS, Restorations 
and Price Guide by D. and B. 

Johnson. Good general book with 
many clear pictures and info on 
old radio theory, repair, and 
cabinet clean-up. Also common 
tube list, price guide, etc. 
* 8.5x1l1, 98 pages; $10.95 


HOW TO REPAIR OLD-TIME RADIOS by Clayton L. 
Hallmark. Extensive and detailed repair in- 
struction for the more technical collector. 
Discusses components and basic circuits 
plus "substitution" tips. 5x8, 249 pp, $8.95 
+-_ + + + + + + + + +e +H He He HH FH + 
70 YEARS OF RADIO TUBES AND 
VALVES by John Stokes. High 
quality 8.5x11 book about 
the history of American and 
European tubes from the 1880 
to 1950. Many pictures inter- 
spersed with reprints of tube 7 
advertisements; 247 pp, $15.95 72 
SAGA OF THE VACUUM TUBE by Gerald F.J. Tyne. 
Reprint of 1946 classic which reaches fur- 
ther back in time than Stokes’ book and pro- 
ceeds on more techno-scientific perspect- 
ive. Many pictures; 5.5x8.5, 494 pp. $15.95 
S Be ee Rew CF) Pe eS DP KS See Oe ee 
RADIO HORN SPEAKER ENCYCLOPEDIA 
by Floyd A. Paul. The only book 
devoted to antique speakers 
discusses the major makers plus 
has plenty of good pictures. 
Includes manufacturers list and 
collector survey of horn types. 
8.5x11, 80 pages; $11.90 
ie ae. a oe a Me oe me Wea a. a A Se A” 
RADIO MANUFACTURERS of the 
1920’s, Vol. 1 by Alan Douglas, 
extensive 8.5x11 225 page compi- 
lation of pictures, advertising, 
and historical text. Volume 1 
covers just manufacturers A-C 
Dayton thru J.B. Ferguson, Inc. 
including Atwater-Kent, Crosley, 
and DeForest. Features many pic- 
tures of radios from private collections. 
Other volumes not yet in print; 3 lb. $19.95 


Antique Radios 


+ + + 


t+ te + + + 


VINTAGE RADIO 1887-1929, popular pictoral 
history and commentary; 263 pages, $11.95 
A FLICK OF THE SWITCH 1930-1950, sequel to 
above with early-TV & military; $11.95 
1921-1932 RADIO COLLECTOR’S GUIDE, listing 
of 9000 radios; no pics. 263 pp, $11.95 
MOST-OFTEN NEEDED 1926-1938 RADIO DIAGRAMS, 
reprint of Beitman’s 600 diagrams; $11.95 


JOHNSON DESK MIC 


JOHNSON DESK MIKE, once again ve 
have found turned up a few more. 
These are older style with push- 
to-talk switch and coil cord 
with S-pin plug. Does not 
have impedance match or 
preamp. Brown with brass- 
color mouthpiece; 7.75" 
high, 3 lbs. #250-888-2, 


d-37 CODE KEY 


J-37 KEY with adjusta- 
ble contacts and mount- 
ed on 3"x6" phenolic 
base; includes 8 ft 

2 lbs sh. Used, $10.95 
ST. eee | a Oy Re ee Sa ie Oi a ee 
J-45 KEY & LEGIRON, consists of J-37 mounted 
on steel leg clamp for field use. 6 ft cord 
has PL-55 plug; 3 lbs sh. Used, $16.00 


m'RiMM HEADSET 


» TRIMM FEATHERWEIGHT 
/ HEADSET, 24000 ohm im- 
pedance "Amateur Spec- 
ial" with two bakelite 
shell elements, single 
nickel-plated headband, 
and 6 ft cloth-covered cord. Net weight 4.5 
oz; 1 lb sh. TRIMM #106, unused, $9.95 


unused, $19.95 


cord with spade lugs. 
+ > + > + + 


$88-P38 


TEAC VU-METER 


TEAC VU-METER, handsome 2.8"H x 
3.3°W meter has -20 to +3 VU 
scale and flashy chrome lower 
bezel; fits into 2-1/4" dia hole. 
* __ A good-looking true VU-meter for 
your “audio panel! 1#. #TEAC-1730, NEW, $9.95 


CO ee, SR EE ee oe Se, Ie ee ee & 


0-15 RF AMMETER, with thermo- 

couple; 3.5" dia. Used, $12. 

30-150 VAC METER, 3.5" dia; 

MRS6W1ISOACVR, unused, $9.95 

O-SO DC MICROAMMETER, 2.5" 

diameter, used, $6.95 ea 
0-300 DC AMMETER, FS=100 mv Westinghouse 

DX, 5" dia black face, 3 lbs. Unused, $8.95 


BOURNS KNOBPOTS & DIALS 


BOURNS CLOCK FACE KNOBPOT , S000 
ohm pot rated 2.5 watts. 10- 
turn Dial uses clock "hands" for 
turns count and vernier; accuracy 
#/-Q. 1% VR. O/fa Wa") dia 2%. 
#3640S-502, NEW, $10.95 


Smaller 3/4" 
rated 1.5 W; 


dia 1000 ohm KNOBPOT 
#3600S-102, $8.95 


BOURNS TURNS COUNTING DIAL, pre- 


cision 10-turn counter with verni- 


er scale and brake for adjusting 


eta 1-3/8" dia. #H-510-2, NEW, $5.95 


We recently obtained more 
stock of EXCITER DECK de- 
signed to excite 4-400A 
tube in T-368 transmitter. 
Deck includes tunable 


pat te © ban 

eni2, gi | 

With St eset “e 

ey roe ey ransmi 
“ga N: 


tube is “hia 

bly b common 6146 if customer 
noes OSs ia gio Sonmon AS, eLoO, tK275 
VDC ard 6 -3 VAC; (also +370 VDC & 26.5 VAC 
required for 6000. ) 


5. 8x10x10.8, 15 lbs sh. 
#EXC/T368, used less 6000, 


for 1.5=3,)) S™6, 
SiG AH6, 2/6BA6. 
¢ functions as 
m#ive 6000 PA 
e but could proba- 


434-95) $29. 95 


ROTRON FA 


ROTRON MAJOR@ FAN, 
ume 240 CFM fan is only 2" 
deep and so will fit into 


High vol- 


tight spaces; o/a 6.75xS. 9x2. Rd 
S-blades, ball bearinged & atuadnus Roneihe: 
Requires 115 VAC 50-60 Hz; 4#. Used, $11.95 


HEAVY-DUTY SWIVEL CASTORS, 
2-3/8" dia X 1-3/4" thick with 
3.8x2.5 mounting plate; ball- 
bearing-ed swivel. Removed 
from equipment; 8 lbs sh/set. 
#IS-CAST, set of four, $12. 


2000 W REGULATOR 


AUTOMATIC LINE VOLTAGE 

REGULATOR, regulates 

105-140 V or 210-250 

60 Hz line input for 

output of 105 to 125 

VAC 2000 watts. Uses 

motorized 230 V 5 amp 

WSH variable transformer and buck-boost 
transformer. Automatic or manual mode; Sens- 
itivity Adjust and meter on front. 5.3x19 
x18, 90 lbs sh. #ALR/FRT-5S1, used, $99.50 


UTC/TRW VARIABLE INDUCTORS, 
usable in tuned circuits, 
ew z ' equalizers, etc; similar 
to TVC-Series tapped @ 50% and 30%. Ratings 
approximate; 1.1x0.8x1.3, 1 1b sh. Unused: 
#CL-~680, 3 to 6 Hy 9 ma; 148 ohms, $5.95 
#CL-737, 1.2 to 3 Hy 12 ma; 60 ohms, $4.95 


ELPOWER 6 VDC 9.5 AMP-HOUR 
rechargable gel-cell with 
recent 10/87 date code. Use 
for on-line or emergency 
power needs. 4.3x2.8x5.5, 7 
lbs. #EP-695-50, NEW, $12.95 


BB-599 1.2 V 11 amp-Hr nickel-cadmium bat- 
tery; 7"Hx2.4x1.1, 2 lbs sh. Used, $2.75 


DRY LLS 


BA-416 DRY CELL BAT- 
’ TERY for AN/PDR-27 
thru -27E radiac; bat- 
tery outputs +22.5, +45 
ag +67.5,. +90, +135 VDC. 

Date code 10/84; NOT rechargeable! 4x3x2. 8, 

2 lbs sh. Unused-checked, $5.95 each. 

"WEAK" BA-416’s, buy 2 to make one good or 
for package only. #BA-416-W, $3 ea; 2/$5.00 
+ &= *¢ © + & £16 + # H+ 6 OH eee ee eee 

BA-413 DRY CELL, +22.5 V also used with 

PDR-27; 10/84 date code, 1.5x3.3x1.5. 

Checked, $2 ea. #BA-413-W, "WEAK", 2/91.75 

BA-314 DRY CELL, +67.5 VDC output; two are 
used in IM-85/PDR-27F radiac; 6/81 date 
code." 2. #1. 3x2. 0% LY Lbs 2 for 22. cu 

BA-48 BATTERY for GRC-9 receiver, 7#, $8.95 

BA-270 BATTERY for PRC-6, 3#, $8.95; 12/995 

BA-279 BATTERY for PRC-8-9-10, 7 lbs, $7.95 


ALUMINUM CASES 


CY-1296/PDR ALUMINUM TRANSIT 

CASE, four compartments 11x6, 

6x4, 3x4, and 2x4; remove di- 

vider for 11x10 size 9" deep. 

Hinged top w/ hasp fastners; 

may need repainting. 10 lbs sh. Used, $9.00 


ALUMINUM CARRYING CASE, nice 
15x7.8x14.5 size hinged with 
clamp fastners and handle. 
Lid depth 4.5" and 3"; two 
riveted spacers inside, 14 
lbs. #CS-SK626, used, $15.00 


DETECTOR BOX 


DT-546/FSS-9 VIBRATION SIGNAL 

DETECTOR, part of gov’t intru- 

sion system has piezo crystal 

detector, circuit board with 

gain adjust, & terminal strip. 

We do not know how it works bates 
but it is a nice clean 5.3x2x4. 8 steel box 
if nothing else; 3 lbs sh. Unused, $5.95 


DT-S45/FSS-9 GRID WIRE SENSOR, another in- 
trusion device box we know nothing about; 
5S.3x2x4.5, 2 lbs sh. Unused, $4.00 


QUALITY 16- 
Military Quality 2-DECK 16- 
POLE NON-SHORTING SWITCH with 
gold-plated contacts; 3/16" 
thick fiberglass wafers. Very 
=». positive detents and leaf- 
“*’ type wiper. Rotation can 
be made continuous or can be 
; set to stop from 1 to 16 pos- 
2.5x1.8x1.8 plus 0O.9Lx0.25" dia 
1 1b sh. Tech Lab #C7506B, NEW, 


25 A CONTACTOR 


DELTROL DPDT CONTACTOR, 12 VDC 
coil; 1-1/2 HP or 25 amp @ 
120/240 VAC. 3x2.3x2.5, 1 

lb. #28143-60, NEW, $3.95 


itions. 


shaft; $7.95 


FL-S RADIO BEAM FILTER, 
WW-2 item reduces interfer- 
ence in CW and audio sig- 
nals. Sharp null at 1020 Hz 
for "voice" while 1020 Hz 
is passed in "range". Solder terminals in 
cast box with mount flanges; no external 
control. 4x6x2.8, 3 lbs sh. Unused, $5.95 


BAPR-4Y RECEIVER 


., R-444/APR-4Y SURVEIL- 
LANCE RECEIVER with TN-3/ 
© TN-18 300-1000 MHz plug- 
in. Early-1950’s aircraft 
receiver can cover 38 to 
4000 Mhz AM-FM depending 
upon which plug-in module is used. Outputs 
for video, panoramic adapter, and audio. 30 
MHz IF; attenuation O-6-12-18-24-30-36- 
42-48-54-74 DB. Narrow or Wide AM; meter for 
Diode Current. Requires 115 VAC 400 Hz power 
and 24 VDC for tuning motor-drive. 8.5x10.5 
*22.5, 60 lbs sh. Used-reparable, $135.00 
R-444 without plug-in, $75.00 
TN-1/APR-1 PLUG-IN, 38-95 MHz f/above, 
MANUAL for APR-4, partial repro, $12.00 


$45. 


TRANSISTORIZED AUDIO MODULE 

for R-392 receiver designed 

to replace 26A7 (V608) tube i 

tion; seems to work best with W.E.-made 
R-392’s. 1 lb. #SMC-356720, checked, $22.00 


DM-33 7/7 DY<8 


DM-33/DY-8 DYNAMOTOR, 

a rare item used on BC-456 & 
MD- 7/ARC- S modulators to power ARC-5S trans- 
mitters. Input 28 VDC S amps; output 575 
V 160 ma. 6.5x3.5 dia, 8#. Used-good, $32. 


PARASITIC SUPPRESSOR used in 

old radio equipment to dy, 2 ec Nissad 
"clean" RF. Consists of clip-in 100 OHM 40 
WATT NON-INDUCTIVE RESISTOR in S-turn wire 
coil. Sx2.5x1.8, 1 1b sh. #PS-NI-R, $2.50 


Se Se a , ee ee ee 


ae HIGH VOLTAGE METER MULTI- 


PLIER RESISTOR, Westing- 
house RS, 3 Megohms 3 KV 
clip-style, 6.7x 1.2" dia. #MM-W-RS, $4. 


TA-312 FIELD PHONE 


TA-312 FIELD TELEPHONE, 
srugged light-weight 
nit replaced EE-8 and 
~can be used with them. 
» Includes G-42 handcrank 
generator, BZ-3 buzzer, 
H-60 handset, and canvas 
case with strap plus U-79 
connection for H-144 headset-mic for possi- 
ble "hands-free" use. Requires two "D" cell 
batteries (not supplied). 12x7x4, 12 lbs sh. 
Used-checked, $75.00; MANUAL, repro, $8.50 
TA-43/PT FIELD PHONE, same as TA-312 except 
without U-79 connection. Checked, $65.00 


TS-117/GP WAVEMETER TEST SET 
designed for frequency meas 
urements between 2400 and 

3400 MHz. Used to measure 
antenna radiation, local os- 
cillator frequencies, rela- 
tive field strength and 
relative output. @ from 1800 
to 2000. Includes 50 u-ammeter, 
vernier, 
version tables. 


sensitivity 
and frequency micrometer with con- 


Accessories AS-23 directive 
antenna, UG-183 cable, UG-5S7 and UG-131 adap- 
ters and transit case; "N" connections. 
5x6x3, 15 lbs sh. Used-complete, $39.95 


SPECIAL TUBES 


. Hard-to-find special 
tubes which we have re- 
cently obtained. Con- 
dition as indicated 

' subject-to-your test: 
2AP1 CRT, no burns, $20. 3BP1 CRT, $17.50 
RCA 6032 INFRARED IMAGE TUBE, used in M3 & 

similar nightvision scopes. Unused $50. 
6CA7/EL34 audio tube, National; NEW, $6.50 
6146A RCA-boxed, unused, $12.00 
6146B GE-boxed, NEW mfg., $14.75 
6336A GE-boxed, unused, $27.50 


AUDIO GENERATOR 


TS-382 AUDIO GENERATOR, 
quantity purchase al- 
lows us to offer this 
popular unit at re- 

_ duced prices! Covers 20 
to 20 KHz i 


to 10 volts acros 
ter and 60/400 Hz 
x18.8, SO lbs. 
Checked, $65 $50. 
UG-5S14 ADAPTER CO 
ae Ta aE, ae 
TS-382F OSCILL 
Used-reparable, 
MANUALS for above, 


ENVELOP DELAY TEST 


TS-2669 ENVELOP DELAY 
—) ; oe 


DISTORTION MEASURING SET 
e**% 


Actom mfg; provides car- 
rier, reference & swe¢ 
: ‘Co? *'@e 
¥ @ 
7 ee 74@ 


Has 5S-digit freq 
Peres) ee ht 


wD & TP dcont TS-382, 
= $45. Checked, $7. $65 
partial repros, $8.50 ea. 


counter (-4 
input) 3 
tos ¢= 
over O. 
10 sec. 


ime O.1, i, 
250 Hz. Input 
» 600, 900 ohms. De- 
. % Modulation meters; so- 
. aa aS 115/230 VAC 60 Hz; 10.5x 
47 lbs. Used-reparable, $250 $150. 


DC-300 KHZ SCOPE 


HEWLETT-PACKARD 130B X-Y SCOPE 

DC to 300 KHz single trace 

with large SAGP 2 fet T 5 easy-to- 
edd Vertical 


er te igo V. 

steps; vernier to 12,, 
2 megohms ong eg"by d 
my P-P, 300 Z 3 re Requires 115/230 
VAC 60 Hz; w/pagtret - age book. 15x9.8x21.3 
49 lbs. Used-teparable, S90. $69.50 


SENSITIVE VTVM 


BALLENTINE 310B SENSITIVE VIDEO 
VTM, six full scale ranges from 1 
my to 100 V; response from 10 Hz 
to 6 MHz. 13x7.5x20, 22 lbs sh. 
Used-reparable, $297,935 $24.95 
MANUAL, partial repro, $8.50 


-~BAND GENERATOR 


HEWLETT-PACKARD 620A 
GENERATOR, 7 to 11 GHz 
(X-band) in single band 
FM, pulse or squarewave 
modulation. Output 0.1 
uv to 0.223 V into 50 
ohms. Pulse rate vari- 
able 40 to 4000 pps; 
width variable 0.5-10 
usec. Uses 5721 reflex 
klystron. Requires 
115/230 VAC 50-1000 Hz. 14.3x17x17.8, 105 lbe 
sh. Used-reparable with book, $295.00 
+ + > + +> + Sd + - r + > > + > + + > > + + 
Other similar style H-P signal generators: 
HP-614A GENERATOR, 800-2100 MHz, $250.00 
HP-616B GENERATOR, 1.8-4.2 GHz, $295.00 
HP-618B GENERATOR, 3.8-7.5 GHz, $285.00 


SWEEP OSCILLATOR 


HEWLETT-PACKARD 3211A 

SWEEP OSCILLATOR with 

3215A 20-45 MHz Sweep 

and 3221A Marker plug- 

ins; uses variety of 

plug-ins to cover 0.1 to 110 MHz. 
Attenuation O-59 DB in 1 & 10 DB steps + ad- 
just. Sweep 10 -100 Hz; single sweep 1-10 
sec. Bandwidth ZO KHz. Less #13511A markers. 
36 lbs. Reparable w/part-repro book, $195. 
HP-3212A PLUG-IN, 0.1 to 30 MHz, used, $100. 
HP-3216A PLUG-IN, 30 to 70 MHz, used, $65. 
HP-3217A PLUG-IN, 50 to 100 MHz, used, $85. 


VIDEO DISC PLAYERS 


ie, TA we Gs ae Leen a Oe ee See ee ee 
UH-OH! We bought alot more video disc 
players and discs! Video discs have 
much better video clarity (sharper 
image) than common VHS tapes. But we 
still have TOO MANY! So TAKE 25% OFF 
VD PLAYERS and 20% OFF DISC prices! 


ae YR i NN Oe a eS a ae a ee a a 


RCA VIDEO DISC PLAY- 
ERS with CED (cap- 
acitance) pick- 
ups; plays video 
discs like rec- 
ord player plays 
records. These 
#SIT-O90 are the, "techno- 
logial losers" to VHS video because they 
"play" only--no recording--and they must 
be "flipped" to Side 2 for complete play. 
However, LOW PRICE 
May outweigh disad- 
vantages for those 


coup i. ipa on vi- 
1S 


iieck avail- 
able De aevow). 
Units on rom 
paring? f aid 


"used- ops 
required 


#SGT-100W 
rene adjustments may be 
Werk ox "6xi7x16, 24 lbs sh. 
#SJIT-O9 AUtoload, Fast-Forward, Pause; $40. 
#SGT-100W, FOR-REV for "Rapid Access" & "Vi- 
sual Search"; Pause, manual loading. $44.50 
+ > a > + > + + * > * + + + > + > > + > + +> 
AS-IS, NON-OPERATING VD PLAYERS for parts or 
for experiment. Each have video boards with 
house-numbered IC’s including MPU, stepper 
and turntable motors, DC supply, xtals, etc. 
#NO-SJT-O90, more IC’s, 22 & 10 V supply, $20 
#NO-SGT-100, 22 & 7.7 V power supply, $22.50 
* * * * * * * * * * 
We have some "used" 
movie video discs as 
recent as Be- 


ca 2 “Ss used, 
nod gane occa 
fal "blipss a 
ey’. 

ides z3 a 


in 7 
ao ad Mndition in- 
lerable, customer 
must notify us within 10 days of intent to 
return for exchange. WRITE for list or call 
to check for title availablity. Quantities 


limited! 2 lbs sh. Used, $10 ea; 3 for $25. 
* (TWO={DISC MOVIES, $15.00 ,ea;. 2 for $25.00 + 


VARIABLE INDUCTORS 


ROLLER INDUCTOR, 14.3 uH; 24 
turns #12 tinned-copper wire 
in 3.3"Lx2" dia coil. Roller 
contacts; less coupler. Shaft 
3/8"Lx1/4" dia; 3x5x6, 4 lbs. 
#339/L44-MED, se 
a 7 + + 

#12 T-C wire 
Cees epee yeh OSS JLT. Fe dia. 
O/7a 3.5x5SxS, 4 

+~_ + + + + + + 
ROTARY INDUCTOR, 
turns #10 
x3.4" dia 
contactor 3 
3/8"x1/4" dia; 
lbs. #939-L6-LG, 


rod. Shaft: 
o/a 8x8xl4, 18 


used, $e5 $28. 


HIGH-QUALITY JOYSTICK ideal for 
remote control projects! Has 
; removable center return 
springs and uses two Bourn 
5K ohm pots with trim ad- 
justment for position 
centering. 1-3/8"H stem 
above panel surface;. 1.8" 
depth required behind. O/a 
1 lb. #J3S-14227, NEW, $6.95 
PC’s; each with 100K 


ohm adjustable pot am os 


FIRE button, and 4.5 ato) 
ft joined at one male 
DB15 connector. Each 4.3x 

x3; 4 lbs. #KR820-005, $9-957pair $5.95/pair 


approx 2. 8x2. 8, 


KRAFT COMPUTER PADDLES 
designed for use with 


$88-P39 


700 MHZ MULTIMETER 


ME-26D MULTIMETER, measures 
AC or DC voltages and resis- 
tances at frequencies from 
20 Hz to 700 MHz. AC-DC volt 
acale 0 to 1, 3, 20, ‘30,7 200 
and 300 V; to 1000 V DC 
only. Resistances measured 
from O to 500 megohms in 
seven ranges. DC input im- 
Ae pedance: 122 meg ohms; AC 
input >0.1 megohms @ 100 MHz. Vacuum tube- 
type including 2-01C in AC probe. Requires 
115/230 VAC 50-1000 Hz. 7x11x7.5, 15 lbs sh. 
Used-reparable, $65.00; Checked, $99.50 
MANUAL for ME-26D, partial repro, $10.00 


GENERAL RADIO 1650A PORTA- 

BLE IMPEDANCE BRIDGE, bat- 

tery-power unit with handy 

flip-tilt case measures In- 

ductance 1 uH to 1100 H in 

7 ranges, capacitance 1 pf 

to 1100 mf in 7 ranges, 

Storage Factor @ @ 1 KHz 

0.02-10 (series L) or 1 to 

1000 (parallel L), and Dis- 

sipation Factor D @ 1 KHz 0.001-1 (series C) 

or 0.1-50 (parallel C). Has internal 1 KHz 

generator; with manual. Requires four D cell 

batteries (not supplied). 12.8x12.5x7.8, 21 
lbs sh. Used-reparable, $225. Checked, $275. 
+ + > + +> > a > ad aa + + + + + + + > > + 

GR-1650AR, as above but rackmount--no cover; 
Used-reparable, $205.00; Checked, $255.00 

GR-1650B, later version, checked, $350.00 


TSTOWE BRIDGE 


ZM-4 RESISTANCE BRIDGE, 
g, portable Wheatstone 
} bridge used to measure 
"DC resistance of commu- 
nication and power lines 
' to determine shorts, 
crosses, and grounds. 
"Resistance measurement 
Prange 1 ohm to 1,011 M- 
ohms +/-0.15%; resist- 
ance box range O to 10,110 ohms, 16-500 ma. 
Galvanometer indicates degree of balance in 
test circuit. Requires three "D" batteries. 
Also 22.5 to 200 VDC for more accurate 
readings above 1000 ohms. 5S. 8x7.3x8.8, 
12 lbs sh. Used-reparable, $49.50 


ENCLOSED SWITCHING POWER SUPPLY 
with 3" axial fan. Outputs +5 

V 10 amp, +12 V regulated 

2.5 A, +12 V 5S A Unregu- 

lated from 115 VAC 50/60 

Hz input. P/o Wang equip. 
2.6x5.1x1i2.5, 7#. Astec 

#12690, used-clean, $24. 


DIGI: TOLL ELECTRONIC CLOCK 


B & TIMER KIT, a 24 minute ti- 

" mer designed to monitor 
telephone toll calls which can be wired to 
also provide one of these 24 hour functions: 
timer, format clock, or totalizing timer. 
Kit includes circuit boards, 3817A IC, four 
FNDSOO 7-segment displays, resistors, cap- 
acitors, diodes, switches, wall transform- 
er, case, and instructions. Hardware not 
included. 5.2x2x2.8, 1#. #DIGI:TOLL, $9.95 

+ + + + + SF OF Se) BL a ee oe ieee 

CASE with 4-DIGIT DISPLAY CIRCUIT BOARD only 
from above to make your own timer clock. 
#CSCB-DIGI, $3. CASE only, #CS-DIGI, $2. 


+ + © 


TRC-75 2500 W INVERTER 


PP-2352/UR ELECTRONIC INVERTER, designed 

to be used with AN/TRC-75 radio set in ve- 
hicle but usable with any equipment re- 
quiring output 115 VAC 400 Hz 2.5 KW 3 & 
with 1 @ being sine wave from 28 VDC 110 amp 
power source; SO lbs sh. Unused, $150.00 


$88-P40 


RECONDITIONED RT-176 


We have again government 
reconditioned RT-176/ 
PRC-10 backpack trans- 
j : ceivers covering 38 to 
a 54.9 MHz FM continuously 
tunable with 0.9 watt transmit output. Con- 
trols for Volume, Tune, Squelch, Pointer Ad- 
just and Dial Lock; tubes 9/568, 2/5672, 
3/5676. Requires +1.5, -1.5, +67, +135, -6 
Vv. 3x9.5x9, 10 lbs. Gov’t-recond., $55.00 
* . * * * * * * * * * * * * * * * 
ACCESSORIES for RT-176/PRC-10 Tx-Rx: 
MANUAL for PRC-8-9-10, original, $7.50 
MANUAL for PRC-9A-10A, partial repro, 
CY-5007/744 BATTERY BOX, used, $6.00 
BA-279 BATTERY, 7 lbs sh, $7.95; 12/972.00 
AT-272A-272 RIBBON ANTENNA & FLEX BASE, $8. 
H-33/PT HANDSET, used-checked, $15.00 
ST-120 & M-1956 BACKPACK HARNESS, used, 
CW-216 ACCESSORY BAG, used, $6.00 


or 2 ee ee Tee + 


$10. 


$8. 


£8 eS 


AN-598 AMPLIFIER POWER SUPPLY, 
functions as 24 VDC supply and 
audio amp for PRC-8-9-10 trans- 
ceivers which plug into top. 
Built-in audio cord connects 

to RT-audio. With tubes OC3, 
2Z/LZATS, 27 2Z0E6; 26295 “ico 
11.5x10.3, 38 lbs. Used, $28. 


© R-744/PRR FIELD 
RECEIVER, 20-100 
' MHz AM-FM-CW in 
one continuous 
band; built-in 
» crystal calibra- 
f an cn tor, 2 MHz check 
points. Uses sub-mini tubes 10/6611, 3/ 
6612. Operates from 1.5 and 45 VDC batteries 
(not available) or from 24 VDC 175 ma when 
used with PP-1481 which mounts inside. 600 
ohm audio output; includes voltage test me- 
ter and PP-1481. Less low voltage battery 
cover; 5.5x14.5x6.5, 18 lbs sh. 
Used-reparable, $135. MANUAL, partial 
repro, $12. Power input connector, $4.00 


AN/TRC-77 BACKPACK 

TRANSCEIVER SET Pr 

covering 3 to 8 MHz | 

in six preset chan- 
nels. Receives AM or | 
CW; transmits CW only 
Output:10-14 watts, 
300 wpm max keying. Transistorized 
except for 2E24 power amp tube. Has BFO, 
jack for key and connection for U-229 plug. 
Includes "unused" accessories AT-1098 an- 
tenna, H-140 headset, CX-11127 and CX-11389 
cables, CW-618 bag and "used" J-45 key and 
legiron. Requires 12 VDC 3.75 amps; BB-447 
battery & CW-619 battery box not available. 
4.5x10.5x10, 22 lbs. Unused as noted, $225. 


LONG-WIRE ANTENNA 
k for RT-794/PRC-74, 
Ma 2-18 MHz 15 W back- 
» pack transceiver. 
Set is essentially 
MK-911/PRC-74 antenna 
kit except less dipole fixture. Consists of 
two 234 ft antenna wire & reels and two 100 
ft support cords w/weight on reels. Long-wire 
antenna greatly extends the effective 
range of a transceiver compared to a whip an- 
tenna. 8 lbs sh. #MK-911-LD, used, $24.95 


GENERATOR 


G-43 HANDCRANK GENERATOR, 
replaces GN-58 when used 
with RT-77/GRC-9 and also 
used with AN/GRC-109 radio 
set. Lighter and more compact than 
GN-58; includes aluminum seat & legs 
-_ and GC-7 cranks. DC outputs 425 V ‘115 
ma, 105 V 32 ma, 6.3 V 2.5 A, 1.4 V 465 ma. 
G-43 9x9x6; 28 lbs sh total. Used, $39.50 
CW-420/G CANVAS BAG for G-43, $6.50 
CW-419 BAG for legs & seat, ant-masts, 


SET 


$6. 


HF IMPEDANCE DETEC 


HF BROADBAND IMPEDANCE DE- 

TECTOR by Omega Industries, 

designed for use in auto- 

matic antenna matching 

system. Phase detector 

compares phase of voltage 

(capacity coupled) and 

current (inductive coup- 

led). Output will be "zero" when in phase; 
+/- when not. Magnitude detector compares 
voltage and current. When ratio is 50:1 (50 
ohme), output ia zero. SO-239 connections; 
tech info included. Requires amplifier and 
control system for antenna tuning elements 
gince detector output is less than 1 volt. 
2.5x7.5x3.3; 3#. Omega #102185, used, $34.95 


CRYSTAL OSCILLATOR/OVEN 
: » MODULES with 4 MHz crystal 
Li which is divided by two to 
= ieee pees produce stable 2.00 MHz 
Pour Cent output. Each model has 
: : temp-controlled heater sur- 
rounding crystal plus frequency adjust. Use 
for timebase in a frequency counter project 
or as basis for calibrator for a receiver. 
Octal base; with info. 7.3x2x2, 1 1b. NEW: 
VECTRON #205-6133-1, 24 VDC, all transistor 
output 0.3 V p-p, $6.95 
ELECTRONIC RESEARCH #EROS-800-WCW1, 
transistor & 7472 IC, S V p-p out, 


12 vbDCc 
$12.95 


JENNINGS USLS-465-5 (or equal) 
VACUUM VARIABLE CAPACITOR, 7 

to 465 pf S KV max. Gears, 
remove for 1/2" lg X 1/4" 3M 
dia shaft. O/a 3.5"L * 2ea"% 
dia; 3 lbs sh. Used, $89.50 

+ + ©+¢ © © + &¢ © ¢ 2 ©0979 Pee 
UCSXF-1500-10 VACUUM VARIABLE, 
10 KV max. Shaft 1°L x 3/8" dia; o/matOrirs 
S.1" dia, 6 lbs sh. Used, $200.00 
UCS-300-10, 10-300 pf 10 KV max; 8.:8"D x 
2.6" dia; 4 lbs sh. Used, $115.00 

I ee ee ee ON NS 

‘| FIXED VACUUM CAPACITORS, 

P clip-on type. Jennings 
sy mfg or equal; 6.5"L X 
ol 2.5" dia. Used: 

pf 20 KV max; 2 lbs sh, $16. 
pf 20 KV max; 2 lbs sh, $20. 
pf 32 KV max; 2 lbs sh, $24. 
capacitors available. WRITE!* 


a ee 


20-1500 pt 


bier 
hae 


#VC-12-20, 12 
#VC-50-20, SO 
#VC-50-32, 50 


«Other vacuum 


HEATSINK ASSEMBLY, two joined 
4.5x3x1 heatsinks each having 
house-numbered 2N3055-type 
transistor; with mount flan- 
ges; 2 lbs. #2HS-4531, used, $2.5 
+> + +> + + + + to a ¢ £¢ 2 £2, 9% 4a > eh 
- HEATSINK "T-RACK" for mount-— 
ing upto eight TO-220 tran- 
sistors and two diodes to 
circuit board. Two piece; drilled for 4-40 
screws. O/a 8.5x2+1.5; 1#. #HS-T-MI2, $1.95 


PP-26| SUPPLY 


PP-281/GRC 12 VDC MODULAR PO- 
WER SUPPLY, scarce item plugs 
into and allows 12 VDC opera- 
tion of R-108-109-110 receiv- 
ers and RT-70/AM-65 Transcei- 


ver; 6 lbs sh. Unused, $20.95; Used, 


DUO-FAST LTN-834 WIRING STAPLER, 
used by government to 
spool-off fine #26 grid 
wire and staple it in- 
place simultaneously. 
Powerful enough to drive 
staples into wood! Uses 
Duo-Fast’s #348 1/4" or 
#3412 3/8" staples. Could handle heavier 
wire if feeder track was enlarged or changed. 
Heavy-duty metal construction. Includes box 
of 5000 #348 staples and 1/2 1b roll of 
wire. 5.5x12.3x2.3, 5 lbs. Unused, $16.95 


